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Purpose: building and operating vacuum tube-based QRP rigs 


AB4EL Ham Radio Homepage @ SunSITE 


Subject: glowbugs V1 #117 
glowbugs Monday, September 22 1997 Volume 01 : Number 117 


Date: Sun, 21 Sep 1997 02:31:59 +0100 
From: BOB DUCKWORTH <bob@atl.org> 
Subject: testing mailer, please ignore, thanks, -bob 


tl 


Date: Sun, 21 Sep 1997 09:19:03 -0400 
From: "Brian Carling" <bry@mnsinc.com> 
Subject: Re: tube help again 


On 20 Sep 97 at 9:27, Bob Roehrig wrote: 


Another tube, which I have many of but can't find the specs for is 
a 6AM6 made by Mullard. Any help appreciated. 


E-mail broehrig@admin.aurora.edu 73 de Bob, K9EUI 
CIS: Data / Telecom Aurora University, Aurora, IL 
630-844-4898 Fax 630-844-5530 
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Sharp-cutoff pentode. 
6.3V at 0.3A heater 

Plate 250V 

Plate 10 mA 

grid -2 Vv 

Screen 250 V 

Screen 2.5 mA 

Plate Resistance 1 Megohm 
Transconductance 7500 
Pins 


1 = G1 
2=kK 

3 & 4 = Htr 
5 = Plate 

6 = G3 

7 = G2 


Happy Glow-buggin' !! 


Bry 
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***x 73 from Radio AF4K/G3XLQ Gaithersburg, MD USA * 


** E-mail to: bry@mnsinc.com * 
*x*x* See the interesting ham radio resources at: * 
** http://www.mnsinc.com/bry/ * 
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AM International #1024, TENTEN #13582. GRID FM19 

Rigs: Valiant, DX-60/HG-10, Eldico TR-75, Millen 90810 
FT-840, TM-261, Ameco TX-62, Gonset Communicator III 
HTX-202...TEN-TEN #13582, DXCC #17,763 Bicentennial WAS 


Date: Mon, 22 Sep 1997 08:49:28 -0500 
From: acSam@juno.com (Robert L Stolzle) 
Subject: Info on HT-40 


Hi All, 


I just bought a Hallicrafters HT-40.(don't have it yet) All I know about 
it is that it is xtal 
controlled and about 40W input power CW and AM. 


Can anyone tell me more about it and also someone told me they thought 
there was a 

matching receiver made by Hallicrafters for the HT-40.. Can anyone tell 
me the model 

number of such a receiver?? Also would like to know something about the 
receiver ie. 

coverage, no. of tubes etc. 


Thanks in advance, 


Bob, AC5AM 


End of glowbugs V1 #117 
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